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Architects: Group 91 
Author: Slessor, Catherine 


4/58-60 


1/46-49 


1/42-45 


Israel 
Jerusalem. Public building. Seminar 
Author: Brittain-Catlin, Timothy 
Jerusalem. Supreme Court building 
Architects: Karmi Architects 
Author: Brittain-Catlin, Timothy 


Italy 
Bologna. A Vision of Europe exhibition 
Author: Rattenbury, Kester 
Genoa. Docklands conversions 
Architect: Piano, Renzo 
Author: Cruickshank, Dan 


J 
Japan 
Kumamoto. Agricultural institute 
Architects: Dagfinnsdottir, Inga and Heneghan, Tom 
Author: Slessor, Catherine 
Kumamoto. Kamoto-Gun. Forest of Tombs Museum 
Architect: Ando, Tadao 
Kumamoto. Women's dormitory 
Architect: Sejima, Kazuyo 
Author: Davies, Colin 
Kyoto. House. Interior design 
Architect: Negishi, Kazuyuki 
Author: McGuire, Penny 
Tsudanuma. Urban space project 
Architects: D’Avoine, Pierre Architects 
Author: Slessor, Catherine 


6/28-32 


4/16-21 


L 

Law courts 
France. Bordeaux. Law courts project 
Architects: Rogers, Richard Partnership 
Author: Davey, Peter 


Libraries 
Canada. British Columbia. Newton. Library 
Architects: Patkau Architects 
Author: LeCuyer, Annette 
Russia. Viipuri library 
Architect: Aalto, Alvar 
Author: Spens, Michael 
USA. California. Los Angeles. UCLA librrry 
Architects: Hodgetts + Fung Design Associates 
Author: Lamprecht, Barbara 


Lighting 
Spain. Seville. Expo ‘92. Baculo lamp. Design review 
King, Perry and Miranda, Santiago 
Author: McGuire, Penny 


M 
Malaysia 





Kuala Lumpur. Office building 
Architect: Yeang, Ken 
Author: Richards, Ivor 


Multi-use buildings 


Germany. Frankfurt. Ecological multi-use building 
Architects: Eble & Sambeth 


Author: Dawson, Layla 2/20-25 


Museums 


Canada. Montreal. Pointe-a-Calliére archaelogical museum 
Architects: Hanganu, Dan S./Provencher Roy 
Author: Carter, Brian 

Canada. Ontario. Waterloo. National museum for 
contemporary clay and glass works 

Architects: Patkau Architects 

Author: Brian Carter §/20-23 
England. London. British Museum. Edward VI! Galleries 
refurbishment 

Architects: Manasseh, Leonard Partnership 
Author: McGuire, Penny 

France. Clermont-Ferrand. Musée des beaux arts 
Architect: Fainsilber, Adrien 

Author: Davies, Colin 

France. Péronne. Museum of the First World War 
Architect: Ciriani, Henri 

Author: Meade, Martin 

Germany. Arp museum 

Architect: Meier, Richard 

Author: Richards, Ivor 

Germany. Frankfurt. Ethnology Museum 
Architect: Meier, Richard 

Author: Richards, Ivor 

Germany. Kassel. Museum of Deatii 

Architect: Kicker, Wilhelm 4/44-48 
Japan. Kumamoto. Kamoto-Gun. Forest of Tombs Museum 
Architect: Ando, Tadao 4/16-21 
Norway. Fjaerdal. Glacier Museum 

Architect: Fehn, Sverre 

Norway. Lillehammer. Art museum 

Architects: Snohetta 

Author: Ryan, Raymund 

Spain. Barcelona. Museum of Contemporary Art 
Architect: Meier, Richard 

Author: Richards, Ivor 


5/42-46 


4/82-83 


4/34-37 


4/30-33 


4/61-64 


4/53-57 


4/26-29 


Netherlands 


11 Cities - 11 Nations exhibition. Sculpture 
Architects: Heikkinen-Komonenr 

The Hague. Netherlands Parliament. Second chamber 
Architects: de Architekten Cie 

Author: Ryan, Raymund 

Wehl. Town hall 

Architect. Henket, Hubert-Jan 

Author: Slessor, Catherine 


4/81 


1/53-57 


3/45-47 


Newspaper plants 


England. Devonshire. Plymouth. Western Morning News 
building 
Architects: Grimshaw, Nicholas & Partners 


Author: Davey, Peter 6/18-27 


Norway 


Fjaerdal. Glacier museum 

Architect: Fehn, Sverre 

Lillehammer. Art museum 

Architects: Snohetta 

Author: Ryan, Raymund 

Scotland. Edinburgh. Matthew Architecture Gallery 
Norwegian architecture 1985-1990 

Author: Cousins, Mark 


Obituaries 


Summerson, John 
Author: Mordaunt Crook, J 
Rice, Peter 

Author: Hunt, Anthony 


Offices 


Denmark. Copenhagen. UNIPAC offices 

Architects: Tegnestuen Vandkunsten 

England. Plymouth. Western Morning News building 
Architects: Grimshaw, Nicholas & Partners 

Author: Davey, Peter 

England. London. Offices. Interior design 

Architect: Botschi, Pierre of Botschi/(ORMS 

Author: Davey, Peter 6/84 
England. Manchester. Cheetham Hill. Offices and warehouse 
Architects: Studio BAAD 

Author: Susan Dawson 

England. Surrey. Company headquarters 
Architects: Arup Associates 

Author: Davey, Peter 

Malaysia. Kuala Lumpur. Office building 


3/55-59 


6/18-27 


6/50-53 


94\11 


Architect: Yeang, Ken 
Author: Richards, Ivor 


Outrage 


P 


Belgium. Brussels. European Parliament building 
Architects: Bontinck, D / CDG / SV Structure / 
M.Vandenbossche 

England. Berkshire. Bracknell. Coppid Beech Hotel 
Architects: Nike Design 

Author: Slessor, Catherine 

England. Leeds. Headquarters for the Ministries of Social 
Security and Health 

Architects: Building Design Partnership 

Author: Davey, Peter 


6/13 


Parliament buildings 


Belgium. Brussels. Outrage. European Parliament building 
Architects: Bontinck, D / CDG / SV Structure / 
M.Vandenbossche 

France. Strasbourg. European Parliament 
Architects: Architecture Studio 

Author: Slessor, Catherine 

Germany. Berlin. Reichstag building 

Architect: Wallot, Paul 

Author: Cullen, Michael S 

Germany. Bonn. Bundestag 

Architects: Behnisch & Partners 

Author: Blundell Jones, Peter 

Germany. Bonn. Parliament buildings in history 
Author: Blundell Jones, Peter 3/34-37 
The Netherlands. The Hague. Parliament. Second chamber 
Architects: de Architekten Cie 
Author: Ryan, Raymund 


4/15 


1/50-52 


3/38-40 


3/20-33 


1/53-57 


Pavilions 


Germany. Ulm Exhibition and Assembly Building 
Architect: Meier, Richard 
Author: Richards, Ivor 


Printing works 


Germany. Lahr. Printing works 
Architects: Log ID 


Author: Pease, Veronica 2/49-53 


Products surveys 


‘Branching Out 1992’ 

Furniture systems, flooring, Spectrum exhibition 
Glass: curtain walling and solar control systems 
Lighting 

Milan furniture fair and office furniture 
‘Transparent Spaces’ 

Windows, glass, doors furniture and blinds 

All products surveys by Penny McGuire 


1/74-78 
2/76-82 
4/89-94 
5/89-94 
6/89-95 
3/69-76 
3/69-78 


Refurbishment 


England. London. British Museum. Edward VII Galleries 
refurbishment 
Architects: Manasseh, Leonard Partnership 


Author: McGuire, Penny 4/82-83 


Regionalism 


France. Regionalism imposed on industrialised society 
Architects: Commissariat Technique 4 la Reconstruction 
Immobiliére 


Author: Ellis, Charlotte 1/70-73 


Renovation 


Ireland. Dublin. Temple Bar. Urban renewal 
Architects: Group 91 

Author: Slessor, Catherine 

Italy. Genoa. Docklands conversions 
Architect: Piano, Renzo 

Author: Cruickshank, Dan 


1/42-45 


1/36-41 


Research buildings 


Canada. Alberta. Edmonton. Research building 
Architect: Johns, Barry 


Restoration 


Czechoslovakia. Brno. Tugendhat house restoration 

Architect: Mies van der Rohe, Ludwig 

Author: Pickard, James 4/74-79 
England. London. National Gallery. Central hall restoration 
Author: Davey, Peter 6/7 
Finland. Helsinki. Finlandia Hall restoration 

Architect: Aalto, Alvar 5/8 
Russia. Viipuri library 

Architect: Aalto, Alvar 

Author: Spens, Michael 


Schools 


Canada. British Columbia. First Nation schools building 
programme. Haisla Village School 
Architects: Hughes Baldwin Architects 


Author: LeCuyer, Annette 5/47-52 


Canada. British Columbia. First Nation schools building 
programme. Seabird Island Schoo! 

Architects: Patkau Architects 

Author: LeCuyer, Annette 5/47-52 
Canada. British Columbia. Victoria. Rogers Elementary School 
Architects: Hughes Baldwin Architects 

Author: Carter, Brian 5/53-56 
Germany. Westphalia. Herne-Sodingen. Training school 
Architects: Jourda & Perraudin 2/64-66 


Scotland 
Edinburgh. Matthew Architecture Gallery. Norwegian 
architecture 1985-1990. Exhibition 
Author: Cousins, Mark 


Sculpture 
Netherlands. 11 Cities - 11 Nations exhibition. Sculpture 
Architects: Heikkinen-Komonen 
Author: Davey, Peter 4/81 
Scotland. Dumfriesshire. Sculpture using natural phenomena 
Artist: Goldsworthy, Andy 
Author: Davey, Peter 4/98 

Shops 
France. Cacherel clothes shop. Interior design 
Architects: Foster, Sir Norman & Partners 
Author: McGuire, Penny 
USA. California. Santa Monica. Buffalo clothes shop 
Architects: Helfand, Margaret Architects 
Author: McGuire, Penny 


6/82-83 


6/86-87 


Single room occupancy hostels 
USA. California. Los Angeles. Single Room Occupancy hostel 
Architects: Koning Eizenberg Architecture 
Author: Ryan, Raymund 6/59-63 

Spain 
Barcelona. Museum of Contemporary Art 
Architect: Meier, Richard 
Author: Richards, Ivor 
Seville. Expo ‘92. Baculo lamp. Design review 
Architects: King, Perry and Miranda, Santiago 
Author: McGuire, Penny 


4/26-29 


6/14-15 


Spectrum 
London. Royal College of Art. Contract design exhibition 
Author: McGuire, Penny 2/76-82 


Staircases 
England. London. Knightsbridge. Staircase 
Architect: Jiricna, Eva 
Author: McGuire, Penny 4/12-13 
Stations 
England. London. Waterloo International. Dynamic glass wall 
Architects: Grimshaw, Nicholas & Partners 
Author: Davey, Peter 5/12-13 
Stonehenge 
Buildings and associated landscaping for Stonehenge 
Competition schemes 
Architects: Birds Portchmouth & Russum; Colvin & 
Moggeridge; Cullinan, Edward Architects; Dixon, Jeremy and 
Jones, Edward; Future Systems; Plincke Leaman & Browning 
Author: Slessor, Catherine 2/4-5 


Student centres 
Canada. Toronto. York University. Student centre 
Architects: Diamond, A.J., Schmitt, Donald & Company 
Author: Carter, Brian 5/24-29 


Supreme courts 
Israel. Jerusalem. Supreme Court building 
Architects: Karmi Architects 
Author: Brittain-Catlin, Timothy 


T 
Theatres 
Canada. Montreal. Centre du Théatre d’Aujourd’hui 
Architects: Saucier + Perrotte 
Author: Carter, Brian 5/80-81 
Canada. Quebec. Théatre du Rideau Vert. Interior design 
Architects: Saucier + Perrotte 
Author: Carter, Brian 5/83-84 
Theme issues 
Architecture of interpretation 
Building democracy 
Canada's new wave 
Carter, Brian (guest editor) 
European identity 
Natural sources 
Utilitas 


4/3-98 
3/3-82 


5/3-98 
1/3-78 
2/3-82 
6/3-98 


Theory 
From metaphorical to ecological Functionalism 





Author: Pallasmaa, Juhani 


Town halls 
Netherlands. Weh!. Town hall 
Architect: Henket, Hubert-Jan 
Author: Slessor, Catherine 


U 
Universities 
Canada. Toronto. University of Toronto. Woodsworth College 
Architects: Kuwabara Payne McKenna Biumberg/Barton 
Myers 
Author: Carter, Brian 
Canada. Toronto. York University. Student centre 
Architects: Diamond, A.J., Schmitt, Donaid & Company 
Author: Carter, Brian 5/24-29 
USA. California. Los Angeles. UCLA library 
Architects: Hodgetts + Fung Design Associates 
Author: Lamprecht, Barbara 


5/57-61 


6/38-43 


USA 
California. Case Study Houses and their descendants 
Author: Jackson, Neil 6/68-73 
California. Los Angeles. Single Room Occupancy hostel 
Architects: Koning Eizenberg Architecture 
Author: Ryan, Raymund 
California. Los Angeles. UCLA library 
Architects: Hodgetts + Fung Design Associates 
Author: Lamprecht, Barbara 
California. San Francisco. Museum of Modern Art. Shin 
Takamatsu retrospective exhibition 
Architect: Takamatsu, Shin 
Author: Gainer, Geoffrey S 
California. Santa Monica. Buffalo clothes shop 
Architects: Helfand, Margaret Architects 
Author: McGuire, Penny 6/86-87 
Illinois. Chicago. World's Columbian Exposition. Windmill 
exhibit 
Washington D.C. Finnish chancery 
Architects: Heikkinen-Komonen 
Author: Davey, Peter 


6/59-63 


6/38-43 


6/7-9 


6/98 


Vv 

Visitors centres 
Australia. Tasmania. Cradle Mountain Vistors Centre 
Architects: Goodsir, Bruce, Bush Parkes Shugg & Moon 
Author: Spence, Rory 4/41-43 
Australia. Tasmania. Strahan Visitors Centre 
Architects: Morris-Nunn, Robert & Associates / Forward Viney 
Woollan 
Author: Spence, Rory 
Canada. Yukon. Whitehorse. Vis'tors centre 
Architects: FSC Groves Hodgson Manasc 
Author: Slessor, Catherine 
ireland. County Kerry. Visitors centre 
Architects: Doyle Architects 
Author: Slessor, Catherine 


4/38-40 


Vitra 
Germany. Weil am Rhein. Vitra fire station 
Architect: Hadid, Zaha 
Author: Winter, John 


w 
Wales 
Cardiff. Oriel Gallery. Interior design 
Architects: Feary + Heron 
Author: McGuire, Penny 4/86 
Warehouses 
England. Manchester. Cheetham Hill. Offices and warehouse 
Architects: Studio BAAD 
Author: Dawson, Susan 6/50-53 
Windmills 
IWlinois. Chicago. World's Columbian Exposition. Windmill 
exhibit 6/98 
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